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IV. Frigorific Experiments ok the mechanical e. 
pansion of Air, explaining the Caufe of the great Degree of 
Cold on the Summits of high Mountains, the fudden Condenfa- 
tion of aerial Vapour % and of the perpetual Mutability of 
atmojpherk Heat. By Erafmus Darwin, M. D. JF. R, S» ; 
communicated by the Right Honourable Charles Greville, 




Read December 1 3 ? 1787. 

AVING often revolved in my mind the great degree of 
cold producible by the well known experiments on 
evaporation; in, which, by the expanfton of a few drops of 
ether into vapour, a thermometer may be funk much below 
the freezing point ; and recollecting at the fame time the 
great quantity of heat which is neceffary to evaporate or con- 
vert into fteam a few ounces of boiling water ; 1 was led to 
fufpeft, that elaftic fluids, when they were mechanically ex* 
panded, would attract or abforb heat from the bodies in their 
vicinity ; and that, when they were mechanically "condenfed, 
the fluid matter of heat would be prefled out of them, and 
cliffufed among the adjacent bodies* 

As this principle might poffibly be extended to elaftic folic! 
bodies, as well as to fluid ones, and explain the caufe of the 
heat occafioned by percuffion or fri£Hon, and by fome chemi- 
cal combinations, as well as the perpetual mutability of It In 
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the atmofphere, I have, at different times, endeavoured to fub- 
je£t it to experiment. 

i. When Dr. Hutton of Edinburgh, and Mr. Edge- 
worth of Edgeworthtown in Ireland, were with me about 
twelve or fourteen years ago, the following experiment, which 
had been propofed by one of the company, was carefully 
made, The blaft from an air-gun was repeatedly thrown on 
the bulb of a thermometer, and it uniformly funk it about two 
degrees. The thermometer was firmly fixed agairift a wall, 
and the air-gun, after being charged, was left for an hour in 
its vicinity, that it might previoufly lofe the heat acquired in 
the aft of charging ; the air was then difcharged in a conti- 
nued ftream on the bulb of the thermometer, and the event 
Ihewed, that the air at the time of its expanfion attra&ed or 
abforbed heat from the mercury of the thermometer. 

In March 1785, by the affiftance of Mr. Fox and Mr. 
Strut t, of Derby, a thermometer was fixed in a wooden 
tube, and fo applied to the receiver of an air-gun, that, on dis- 
charging the air by means of a fcrew preffing on the valve 
of the receiver, a continued ftream of air, at the very time of 
its expanfion, pafled over the bulb of the thermometer. This 
experiment was four times repeated in the prefence of many 
obfervers, and uniformly funk the thermometer from five to 
feven degrees. During the time of condenfing the air into the 
receiver, there was a great difference in the heat, as perceived 
by the hand, at the two ends of the condenfing fyringe ; that 
next the air-globe was almoft painful to the touch ; and the 
globe itfelf became hotter than could have been expected from 
its contact with the fyringe. Add to this, that in exploding 
an air-gun, the ftream of air always becomes vifible, which is 
owing to the cold then produced precipitating the vapour it 
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contained ; and if this ftream of air had previoufly been more 
condenfed, or in greater quantity, fo as not inftantly to acquire 
heat from the common atmofphere in its vicinity, it would 
probably have fallen in fnow, as in the fountain of Hiero, 
mentioned below* 

2. About twelve or fourteen years ago, by the affiftance of 
Mr. Waltire, a celebrated itinerant teacher of philofophy, 
a thermometer was placed in the receiver of an air-pump, and 
fome time being allowed, that it might accurately adapt itfelf 
to the heat of the receiver, the air was haftily exhaufted ; 
during which the mercury of the thermometer funk two or 
three degrees, and after fome minutes regained its previous 
height. In November 1 787, by the affiftance of my very ingenious 
friend Mr. Forester French, the above experiment was re- 
peated ; but with this difference, that the thermometer was open 
at the top ; fo that the diminution of external preffure could 
not afFeft the dimenfions of the bulb ; and the refult was the 
fame, the mercury in the thermometer funk two or three de~ 
grees, and gradually rofe again. Does not this (hew, that the 
air in the receiver, being expanded during the exhauftion, 
attra£led or abforbed heat from the mercury in the thermo- 
meter ? 

Both during the exhauftion, and during the re-admiffion of 
the air into the receiver, a fteam was regularly obferved to be 
condenfed on the fides of the glafs, which in both cafes was 
in a few minutes re-abforbed. This fteam mnft have been 
precipitated by its being deprived of its heat by the expanded 
air : if it could have happened from any other caufe, the 
vapour could not, in both fituations, to. of exhauftion, and 
of re-admiffion, have been taken up again* 
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3. In December 1784, with the affiftance of Mr. Fox, the 
following experiment was carefully made. A hole, about the 
fize of a crow-quill, was bored into a large air-veflel,. placed at 
the commencement of the principal pipe in the waterworks 
which fupply the town of Derby* The water from, four 
pumps, which are worked by a water-wheel, is firft throwu 
into the lower part of this air-veflel, and from thence rifes to 
the top of St. Michael's Church into a refervoir, which may be 
about thirty-five or forty feet above the level of the air-veflel. 

Two thermometers were previoufly fufpended on the leaden 
air-veflel, that they might become of the fame temperature 
with it; and, as foon as the hole was opened, had their bulbs 
reciprocally applied fo as to receive the ftream of air; and the 
mercury in both of them funk two divifions, or four degrees. 
This linking of the mercury in the thermometers could not 
be afcribed to any evaporation of moifture from their furfaces, 
becaufe it was feen, both in exhaufting and re-admitting the 
air into the exhaufted receiver, that the vapour which it pre- 
vioufly contained was depofited during its expanfion. 

4, There is a very curious phenomenon obferved in the 
fountain of Hiero, conftruded on a very large fcale in the 
Chemnicenfian mines in Hungary, which is very flmilar to the 
experiments above related. In this machine the air, in a 
large veffel, is comprefled by a column of water 260 feet high : 
a ftop-cock is then opened, and as the air iflues out with great 
vehemence, and, in confequence of its previous condenfation, 
becomes immediately much expanded, the moifture it contained 
is not only precipitated, as in the exhaufted receiver above- 
mentioned, but falls down in a fhower of fhow, with icicles, 
adhering to the nofel of the cock. This remarkable circum- 
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fiance is defcribed at large, wkli a plate of the machine, in the 
Philofophicai Tranfa&ions for 1761, Vol LIL t 

5. From the four experiments already related; firfl, of the 
mercury finking in the thermometer, by being expofed to the 
flream of air from an air-gun ; fecondly, from its finking in 
the receiver of an air-pump, during the time of exhaufling it ; 
thirdly, from its finking when expofed to a flream of air from 
the air-veffel of a water-engine ; and, laflly, from the curious 
phenomenon of fnow and ice being produced by the flream of 
expanding air from the fountain of Hiero in an Hungarian 
mine ; there is good reafon to conclude, that in all circum- 
fiances, when air is mechanically expanded, it becomes capable 
of attracting the fluid matter of heat from other bodies m 
con tad with it* 



Coldnefs of the Summits of Mountains, 

Now, as the vaft region of air which furrounds our globe is 
perpetually moving along its furface, climbing up the fides of 
mountains* and defcending into the vallies ; as it paffes along* 
it muft be perpetually varying its degree of heat, according to 
the elevation of the country it traverfes : for in rifing to the 
fummits of mountains it becomes expanded, having fo much 
of the preffure of the fuper -incumbent air taken away, and, 
when thus expanded, it attra&s or abforbs heat from the 
mountains in contiguity with it; and when it defcends into 
the valley, and is again comprefTed into lefs compafs, it again 
gives out the heat it has acquired to the bodies it becomes in 
contact with. 

The fame thing muft happen in refpeft to the higher regions 
of the atmofphere, which are regions of perpetual frcfl, as 
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was always fufpe&ed, and has of late been demonftrated by 
the aerial navigators. When large diftri&s of air from the 
lower parts of the atmofphere are raifed two or three miles 
high, they become fo much expanded by the great diminution 
of the preffure over them, and thence become fo cold, that hail 
or fnow is produced from the precipitated vapour, if they con- 
tain any : and- as there is, in thefe high provinces of the atmo- 
fphere, nothing elfe for the expanded air to acquire heat from, 
after the precipitation of its vapour, the fame degree of cold 
continues, till the air, on defcending to the earth, acquires 
again its former ftate of condenfation and of warmth. 

The Andes, almoft under the line, refts its bafe on burning 
fands ; about its middle height is a mod pleafant and tempe- 
rate climate, covering an extenfive plain, on which is built 
the city of Quito ; while its forehead is incircled with eternal 
fnow, coeval perhaps with the elevation of the mountain : 
yet, according to the accounts of Ulloa, thefe three dis- 
cordant climates feldom intrench much upon each other's terri- 
tories. The hot winds below, if they afcend, become cooled 
by their expanfion, and hence cannot affe£t the fnow upon the 
fummit; and the cold winds, that fweep the fummit, become 
condenfed as they defcend, and of temperate warmth, before 
they reach the fertile plains of Quito. 

Correfponience of the Heat of the Atmofphere with the Height of 

the Barometer. 

From this principle fome of the fudden changes of our 
atmofphere from hot to cold, aud from dry to moift, may 
likewife be accounted for. During the laft year I frequently 
obferved, that when the barometer rofe (the wind continuing 
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in the fame quarter, viz. N.E. or S.W.) the air became many 
degrees warmer. A fimilar fa£t is related from Musschen- 
broek, in Mr. Kirwan's ingenious work on the Temperature 
of different Latitudes ; viz. that in winter, when the mercury 
in the barometer defcends, the cold increafes. More accurate 
©bfervations on this fubje£t, when the air is ftationary, or 
when the wind continues in the fame quarter, might lead to 
the difcovery of the quantity of heat fqueezed out of the air 
by a certain preffure. 

The Devaporation of aerial Moijlure* 

As heat appears to be the principal caufe of evaporation, as 
well as of folution, and of fluidity in general, the privation of 
heat may be efteemed the principal caufe of devaporation : for 
though the air may, by its own power of attraftion, or by 
means of the electricity it may contain, diflblve and fui- 
pend a portion of water, as water difiblves and fufpends a por- 
tion of fait ; yet, by the application of cold, thefe are refpec- 
tively precipitated; and therefore heat may be affumed as the 
immediate caufe of thefe folutioris. Add to this, that water 
boils in vacuo with lefs heat; that is, it evaporates in vacuo 
fader or eafier than in the open air, and therefore the attra&ive 
power of the atmofphere does not feem neceflary to evapo- 
ration. 

Now, when the barometer finks (from whatever caufe not yet 
tmderftood this may happen) the lower ftratum of air becomes 
expanded by its elasticity, being releafed from a part of the 
fuper- incumbent preffure, and, in confequence of its expan- 
sion, robs the vapour which it contains of its heat ; whence 
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that vapour becomes condenfed, and is precipitated in fhower% 
as is vifible in the receiver of ap air-pump above mentioned. 

There are, however, two other curious circumflances be* 
longing to the devaporation of water, which have not been 
perhaps much attended to. 

Firft, that the dedufition of a fmall quantity of heat from at 
cloud or province of vapour, compared with the quantity of 
heat which was neceflary to raife that vapour from water, will 
devaporate the whole. This circumflance is evident in the opera- 
tion of common fleam- engines, in which a fmall jet of water^ 
whofe heat is often above 48 degrees, perpetually devaporates the 
fleam raifed by a comparatively very great quantity of heat 
under the boiler. This difficult problem is explicable from 
the principles before eflablifhed : if a fmall part of a province 
of vapour be fuddenly condenfed, a vacuity takes place, and 
the contiguous walls of vapour expand themfelves into this 
vacuity; and thus a large area of vapour, perhaps of many 
miles in circumference, becomes more or lefs expanded; by 
this expanfion cold ^produced (that is, its capacity of receiv- 
ing heat is increafed), and the whole is devaporated. 

This very circumflance exa£lly takes place in the famous 
fleam-engine of MefL Watt and Boulton ; which, from 
the happy combination of chemical and mechanic power, may 
juflly be efleemed the firfl machine of human invention. In 
this excellent machine, after the cylinder is filled with fleam* 
a communication is opened between this refervoir of fleam and 
a fmall cell, which is kept cold by furrounding water, and 
free from air by an air-fyringe adapted to ita What then hap- 
pens? The corner of the fleam in the cylinder next to this 
vacuum (with which it now communicates) rufhes into it, ; 
and the whole fleam in the cylinder is thus fuddenly expanded, 
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and inftantly devaporated : whence the very quick recipro* 
cations of the pifton ; and that, though the cylinder itfelf is 
always kept as hot as boiling water, that is, as hot as the 
fteam was previous to its devaporation* 

Something very fimilar to this is often feen at the com- 
mencement of thunder-ftorms ; a fmall black cloud at firft 
appears, in a few minutes the whole heaven is covered with 
condenfing vapour, and the accumulation or efcape of electric 
matter feems to be rather the confequence than the caufe of 
this fudden and general devaporation. 

A fecond curious circumftance of aerial devaporation is, 
that when the particles of aqueous vapour begin to approach 
each other by the diminution of their heat, they do not gene- 
rate water exactly in proportion to fbch diminution of heat ; 
but the condenfation proceeds further, and not only a greater 
quantity of water is produced, but alfo a quantity of heat is 
let at liberty along with this excefs of devaporation, and the 
atmofphere becomes warmer than before the beginning con- 
denfation. This excefs of devaporation beyond the cold which 
produced it, is probably owing to the acquired momentum of 
the aqueous particles towards each other at the beginning 
of their condenfation, which carries therxi {till nearer each 
other; and to the fmall moleculse at firft formed, poffeffing a 
greater attractive power over the uncondenfed vapour in their 
vicinity, and thus preffiftg out more of the latent or combined 
heat* 



Conciujion* 

t. When,, a fmall portion of air, fuppofe a few acres* Je- 
romes fuddenly contracted into a lefs compafs, either by inci- 
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dental dold, or by any other caufe not yet underftood (as the 
combination of dephlogiftic and inflammable gafes), the air 
next in vicinity fuddenly expands itfelf to occupy the vacuity ; 
and by its expanfion produces cold and devaporates, and then 
becomes compreffible into lefs fpace than it occupied before it 
parted with its vapour. This then gives occafion to the next 
circum-ambient portion of air to go through the fame procefs, 
that is, to expand, attraft the heat from its vapours, devapo- 
rate, and then become compreflible into lefs fpace ; and thus, 
from a fmall and partial contraction or diminution of air, it 
feems poffible to devaporate a great province. 

2. The vapour of a great province of air being thus condenfed, 
would leave a great vacuity in that part of the atmofphere, 
which would be fupplied by winds rufhing in on all fides. 
Suppofe this to happen to the north of our climate, a fouth-weft 
wind would be produced here, which is otherwife very difficult 
to underftand : and if it fhould ever be in the power of human 
ingenuity to govern the courfe of the winds, which probably 
depends on fome very fmall caufes ; by always keeping the under 
currents of air from the S.W. and the upper currents from the 
N.E. I fuppofe the produce and comfort of this part of the 
world would be doubled at leaft to its inhabitants, and the dis- 
covery would thence be of greater utility than any that has 
yet occurred in the annals of mankind* 

November 22, 17870, 






